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12.    Refer to  the 15A21 HIM interconnection and  test
cable table.    Which cable is connected between
A1J3 and A3J5?    (Circle one).

a.      W7.

b.       W5.

c.      Q2.

d.      W3.

d.

13. Refer to the list below and circle three items
shown on the interconnection and test cable
tables 2-5A and 2-5B in the airborne search
radar trainer HIM.

a.  Test point reference designators.

b.  Cable reference designators.

c.  Test equipment connections.

d.  Plug/jack reference designators.

e.  Part number of cables.

f.  Part number of major units.
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